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From: Eastman Kodak Company STATINTL 

Item Part No. Nomenclature Quantity Unit Price Total Price 
Py XD-NL Carlon Tubing 3/)" I.D. 200 ft. $22.79 C/ft. $ 45.58 

ae XD-NL Mylar Tape 1 ea. 4.39 4.39 

cP XD-NL Teflon Ribbon 1 ea. 4.32 4.32 

he Packing and Shipping 21.94 


———— 


Total $ 76.23. (2. 


Delivery to be made in July 1960. 


Prices are fair and reasonable and this Contractor warrants prices conform to 
Exhibit is hereby approvede the price formula in effect on the date of this 


Exhibit and are firm prices for this Exhibit. 
Soe | , ene een ee 


Th 


STATINTL 


Signed 


STATINTL 
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